



The Pomeroy System 

The Pomeroy System is the universal Dry Wall and Ceiling 
Supporting System for all kinds of finishing materials. Such 
materials as Plaster Boards, Acoustical Units of all kinds. 

Asbestos Cement Boards, Flush Metal Panels, Insulating 
Boards, etc., can be securely anchored in place on walls or 
ceilings. 

The Pomeroy Anchor Bar which is the heart of the System is 
designed to receive and hold Annular Nails, Buttoned Flanges, 
Screws, Kerfed Tiles, etc. This one bar is adapted to perform 
all the functions of a Ceiling Furring Strip, Wall Stud or 
Concrete Insert. 

DETAIL No. 1 


Details for the attachment of Flush Metal Panels, Wall Boards, 
Fluorescent Lighting Fixtures, etc., will be furnished upon 
request. 

Detail No. 1 shows method of supporting Fireproof Plaster 
Board backing for Acoustical Units. (See below.) 

Detail No. 2 shows the method used to suspend and spline, 
12" x 24" kerfed fireproof Acoustical Units. (See top page 3.) 

Detail No. 3 showing typical framing to receive perforated 
asbestos cement panels with removable and adjustable features. 
See Cross Sectional Views at Y and X. (See botton page 3.) 
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POMEROY SYSTEM 


DETAIL No. 2 
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DETAIL No. 3 
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